From: 

Sent: 

To: 

Subject: 


Nassif, Julianne (DPH) 

Monday, October 03, 2011 10:58 AM 
Piro, Peter (DPH) 

RE: 2011 Equipment Inventory 


Thanks, which GC/MS has the Gerstel Headspace sampler? 


From: Piro, Peter (DPH) 

Sent: Monday, October 03, 2011 10:53 AM 
To: Nassif, Julianne (DPH) 

Cc: Salemi, Charles (DPH) 

Subject: 2011 Equipment Inventory 

Hi Julie, let me know if I need to add or expound on anything. 

Peter Piro 

GC/MS Laboratory Supervisor I 
Department of Public Health 
Hinton State Laboratory Institute 
Forensic Drug Laboratory, Rm 36 
305 South Street 
Jamaica Plain, Ma 02130 
617-983-6634 
Peter.Piro@state.ma.us 


l 


Folk OIG PRR 007421 




